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Pavement  Maintenance 

Cold-applied  “Crack”  sealer  for  asphalt  and  concrete  is 
described  in  a  do-it-yourself  guide  for  industry  and  schools 
from  Fred  A.  Wilson  Co.,  Lathrup  Village,  MI. 

Formulated  to  pour  easily  and  set  up  quickly,  it  remains 
pliable  and  won’t  run  in  hot  weather  or  brittle  in  cold.  It 
can  be  used  to  seal  cracks  and  expansion  joints  on  all  types 
of  surfaces. 

For  your  copy  .  .  . 

Circle  No.  238  on  Data  Card 

Preventive  Maintenance  Scheduling 

Magna  Visual,  Inc.,  St.  Louis, 
MO,  covers  the  basics  of  pre¬ 
ventive  maintenance  sched¬ 
uling. 

It  outlines  a  step-by-step 
method  for  defining  P  M 
needs.  Suggestions  are  made 
for  identifying  equipment  to 
be  maintained— getting  key 
pe’^sonnel  to  evaluate  equip¬ 
ment  for  functions  to  be  performed,  and  frequency  of  opera¬ 
tion-organizing  maintenance  functions  for  most  efficient 
use  of  equipment  and  personnel.  Included  are  illustrated 
specification  sheets  on  magnetic  visual  control  systems  for 
five  typical  P  M  needs.  Each  of  these  pre-engineered  systems 
is  offered  complete  with  a  magnetic  visual  control  board 
and  all  the  visual  components  to  set-up  the  particular  P  M 
schedule  shown.  Detailed  suggestions  on  how  to  choose  the 
“right”  system  for  any  P  M  need  are  given.  The  manufacturer 
offers  free  planning  service  for  custom-engineered  mainte¬ 
nance  systems,  if  one  of  the  five  standard  kits  does  not  fit 
the  need. 

For  more  information  .  .  . 

Circle  No.  239  on  Data  Card 


A  “how-to-do-it”  kit  from 


Circle  No.  429  on  Data  Card  for  more  information 


New,  liquid-cooled,  all  hydraulic  Tennant  265. 

New  heavy-duty  sweeper 
sweeps  around  the  clock 

The  heavy-duty  Tennant  265  gives  you  cool,  quiet  opera¬ 
tion  (gas  or  LP)  ideal  for  your  double-shift  sweeping  jobs. 
And — if  you  choose  optional  attachments — you  can  scrub 
and  remove  snow  with  it,  too. 

The  265  has  rugged  steel  plate  construction,  wrap¬ 
around  bumper,  47.5  hp  liquid  cooled  engine,  all  hy¬ 
draulic  drive  —  no  belts,  chains  or  transmission  — 
everything  you  need  for  heavy-duty  sweeping. 

Sweeps  fast,  too,  a  53*  path;  up  to  103,400  sq.  ft. /hr. 
Picks  up  everything  from  dust  to  bricks. 

Lease  or  time  sales  plan.  Free  brochure.  Tennant  Co., 
701  No.  Lilac  Drive,  Minneapolis,  MN  55422. 

mflinTEnuncE  svsTEms 

sweepers  •  scrubbers  •  scarifiers  •  floor  coatings 


Replace  old  windows 
with  a  custom  touch. 


Send  for  details  on  Wausau  ’s  many  kinds  of  custom 
designed,  extruded  aluminum  replacement 
windows.  Fixed,  projected,  pivoted, 
casement,  top-hung  and  escape 
windows— all  factoi^-built  to 
exacting  specifications. 

Easy  to  install,  quickly, 
from  indoors. 


Energy, 

Safety 


All  Wausau  windows 
may  be  specified  with 
a  thermal  barrier  that 
stopsf  resting,  savesfuel. 
Fixed  windows  are  avail¬ 
able  with  a  rotatable  vent 
that  permits  immediate 
access  to  fresh  air 
ventilation. 

Aluminum 
Windows  by... 


WAUSAU 

Wausau  Metals  Corporation 
1415  West  Street  -  Box  1305 
Wausau.  Wl  54401  (715)845-2161 
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